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ANNUAL  REPORT 

OF  THE 

WATER  WELL  CONTRACTORS  EXAMINING  BOARD 

The  Water  Well  Contractors  Examining  Board  was  created  by  Montana  Statutes 
of  1961,  Chapter  176.   This  act,  as  subsequently  amended  and  currently  codified 
in  Title  66,  Chapter  26,  R-C.M.  1947,  provides  for  a  four-member  board  to 
regulate  water  well  contractors  operating  in  Montana.   The  board  consists  of 
the  director  of  the  State  Water  Resources  Board,  the  director  of  the  division 
of  environmental  sanitation  of  the  State  Board  of  Health,  a  member  from  the 
water  well  drilling  industry  appointed  by  the  governor  for  a  term  of  3  years, 
and,  in  a  non-voting  capacity,  a  technical  adviser  hydrogeologist ,  appointed 
by  the  director  of  the  Montana  bureau  of  mines  and  geology.   Board  members 
receive  compensation  of  $20  per  day  in  addition  to  necessary  expenses,  unless 
already  employed  by  the  State  of  Montana. 

The  purpose  of  the  board  is  to  reduce  and  minimize  the  waste  of  ground 
water  resources  within  Montana  by  reasonable  regulation  and  licensing  of 
drillers  or  makers  of  water  wells  and  to  provide  a  means  for  the  development 
of  the  natural  resource  of  underground  water  in  an  orderly,  sanitary  and 
reasonable  manner,  by  establishing  and  maintaining  standards  for  drilling  and 
constructing  water  wells. 

The  board's  records  indicate  there  are  approximately  145  licensed  water 
well  contractors  operating  in  Montana.   Examinations  for  a  water  well  contractor's 
license  are  given  on  an  individual  basis  at  any  time  during  normal  business  hours. 

During  the  year  ended  June  30,  1969,  the  board  employed  one  part-time  in- 
,peci;or.   The  board  shares  office  space  and  secretarial  services  of  the  Board  of 
Pi-umcing  Examiners  in  Helena  for  which  it  pays  $150  per  month. 


The  Water  Well  Contractors  Examining  Board  is  self-supporting.   Application 
fees,  license  renewal  fees,  and  other  revenues  of  the  board  are  deposited  into 
tire  board's  account  in  the  earmarked  revenue  fund  from  which  expenditures  are 
made  based  upon  legislative  appropriations. 


WATER  WELL  CONTRACTORS  EXAMINING  BOARn 
ALL  funds"         "" 
BALANCE  SHEET 
June  30,  1969 


Assets 


Cash  in  State  Treasury 

Investments  (at  Par) 

U.S.  Treasury  Bonds  4% 


Equipment 


Total  Assets 


Earmarked 
Revenue 

Fund 


$  7,096 

8,000 
-0- 


General 

Fixed 
Assets 


$  -0- 


-0- 

58 


58 


Reserves  and  Fund 
Balance 

Reserve  for  Investment  in  General 
Fixed  Assets 

Fund  Balance  -  Exhibit  B 

Total  Reserves  and 
Fund  Balance 


$   -0- 
15.096 

$15.096 


$   58 
■  -0- 

$   58 


WATER  WELL  CONTRACTORS  EXAMINING  BOARD 

EARMARKED  REVENUE  FUND 

STATEMENT  OF  CHANGES  IN  FUND  BALANCE 

Fiscal  Year  Ended  June  30,  1969 


Fund  Balance,  July  1,  1968  $  14,460 

Additions: 

Revenue  -  Exhibit  C  4,808 

Total  Balance  and  Additions  19,268 

Deductions: 

Expenditures  -  Exhibit  D  4,172 

Fund  Balance,  June  30,  1969  $  15,096 


WATER  WELL  CONTRACTORS  EXAMINING  BOARD 
EARMARKED  REVENUE  FUND 
STATEMENT  OF  REVENUE 
Fiscal  Year  Ended  June  30,  1969 


Fees: 

Application  Fees 

License  Renewals : 

1968-69  License  Year 

1969-70  License  Year 

Duplicate  License  Cards 

Total  Fees 

Interest  Earnings  on  Investments 

Total  Revenue 


800 


$ 

1,100 

2.575 

3,675 

13 

4,488 

320 

1= 

4,803 

WATER  WELL  CONTRACTORS  EXAMINING  BOARD 
EARMARKED  REVENUE  FUND 
STATEMENT  OF  EXPENDITURES  AND  ENCUMBRANCES  COMPARED  WITH  APPROPRIATIONS 
Fiscal  Year  Ended  June  30,  1969  "^ 


Carryover  Balance  from  1967-68 
1968-69  Appropriation 

Total  Available 
Expenditures 

Balance  Reverted 

ANALYSIS  OF  EXPENDITURES 

Personal  Services: 

Salary  -  Inspector  ^   9^q 

Employee  Benefits  cc 

Board  Member  Compensation  Fees  '         60 

Total  Personal  Services 

Operation: 

Services  Provided  by  Board  of  Plumbing 
Examiners  -  Office  Space^  Equipment,  and 
Office  Staff  Services  1  800 

Office  Supplies  ^^32 

Travel  Expense  2  141 

Duplicating  and  Data  Processing  Services            24 

Total  Operation 


$     1 

5.048 

.5,049 

A. 172 


$  1,075 


3,097 


Total  Expenditures  ^  ^  272 


WATER  WELL  CONTRACTORS  EXAMINING  BOARD 
STATEMENT  OF  CHANGES  IN  GENERAL  FIXED  ASSETS 
Fiscal  Year  Ended  June  30,  1969 


Equipment  -  Balance,  July  1,  1968  g    53 

No  Changes 

Equipment  -  Balance,  June  30,  1969  c    53 


